AMENDMENT NO. 2 DECEMBER 2022 


TO 
IS 170 : 2020 ACETONE — SPECIFICATION 
( Fifth Revision ) 


(Page 3, Table 1, NOTE) — Substitute the following ‘NOTES’ for ‘NOTE’: 


‘NOTES 
*1 Serial No. (iv) Distillation range, is an optional parameter, not mandatory. 
2 Porcelain dish may also be used for determining residue on evaporation.’ 
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